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9.  With a back pressure on the piston during the exhaust stroke of 3 Ib. per sq. in. gauge, what would be the compression pressure (Ib. per sq. in. gauge) at the end of the stroke when compression or exhaust closure occurs at .6 of the piston stroke, in a 24-in. X 26-in. cylinder?    Clearance volume at end of cylinder is .2 cu. ft.
10.  What would be the compression pressure (Ib. per sq. in. gauge) if compression of the steam occurs at % stroke with other conditions the same as in Prob. 9?